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Office Memorandum * UNITED STATES GOVERNMENT 


25X1A 
SPM 6~599 
TO + Contracts Officer, Project [x DATE: 27 September 1956 
FROM ; Chief, Supplemental Programs Division, OC 
sUBJECT: Spare Parts for System 1 
1. As you are sware, the present procurement action for 
quantities of System 1 components does not include the provision 
for spare parts and fittings. 
2. It is requested, therefor, that you undertake the 
appropriate action to obtain the following spare parts and Fittings 
in the quantities indicated: 
Schematic No. Maint. Part No. Description Quantity 
(1) C-101 MP 30003 4 MFD 150V Tantalytic . each 
C-109 Condenser 
(2) C117, G-119 MP 30005 2 MFD LOOV Silverlytic 6 each 
7 C-131 Condenser 
(3) C123, C-12h MP 30002 1 MFD 150V Tantalytic 4 each 
Condenser 
(4) P-HOL MP ‘T0001 Transformer, Power 1 each 
(5) L-bo1 MP 4.0009 Choke, RF, 27 micro-henries 1 each 


(6) Cable Fittings 110% for 65 recorders 


(7) Cable Fittings 110% for 55 amplifiers 


(8) Cable Fittings 110% for 65 power supplies 


(9) Sixteen System 1 Cable Sets (as supplied DYADIC) 


3. The above is an initial list for immediate replacement of 
components which have failed in service, and should therefore be 
. expedited. This Division is preparing an over-all list of spares 
to support the System 1 equipment components now being procured. Costs 
arising from this request may be charged to Allotment No. T=7912-50~600. 
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